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Abstract text: We present the first results of a study of faint 12 micron sources detected with the 
WISE survey mission. A deep field around the north Ecliptic pole provides 5sigma sensitivity of 
around lOOmicroJy, while a wide field at high Galactic latitude provides an area of around 1 0 
square degrees. Number counts for these sources are compared to smaller area and higher flux 
surveys carried out by ISO and IRAS. The WISE survey data show a continued increase in 
sources out to fainter limits. 



